Air-Cond. - T.V. - Pool - Room Phones 
Playground - Wall-to-Wall Carpet - Tubs 
Showers - Family Rooms - Restaurant Adj. 

WILL ROGERS MOTOR COURT 
U. S. Highway 66 South 

Claremore, Okla. Phone RO 3-4410 




Pub. by The Vernon Company, Newton, Iowa 
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